
NOTE: 

POWER PLUG NUMBERED 
IN REVERSE TO CONFOR'- 
TO MARKINGS ON PLUG. 

EXAMPLE: 

PIN *9ioPIN*1. 

PIN*9 »ePIN«. «tc. 

ALU VOLTAGES ARE 
N£CATIVE IN RESPECT 
TC CHASSIS GROUND 


MODEL W-3C-1A 


